warning signals shown on the sign posted on mine property, and he explained
this by stating that Austin Powder's personnel are not trained at the same
time as Doan's employees (Tr. 357). Mr. Mitchell stated that on the
particular shot in question, a distance of 200 feet would probably not be
a safe distance, and had he known that 24 holes were loaded with 400
pounds of explosives that he would have ordered men to be removed 200
feet since there was a chance that flyrock would reach that distance.
However, the blaster was 300 feet away and he believed this was safe
(Tr. 362).

David G. Doan, testified that he is the managing owner of Doan Coal
Company and that he has been in the coal business since 1944.  Mr. Doan
stated that all mine equipment except for bulldozers are equipped with
radios and that everyone on the site is given actual notice, either
personally or by radio, before a blast is fired.  Everyone on the site is
notified to shut down and await the shot regardless of how far away fro'm
the actual blast they are located. Mr. Doan confirmed that he is
experienced in the use of explosives, and as far as he is concerned the
use of air horns is not effective because of the roar of the equipment
and that is why mine procedure calls for the shut down of all equipment
before a blast and personal notification given to all employees (Tr. 365-
371).

Mr. Doan stated that the scale house was a secure area and that
"there is no way that a rock could go through the scale house" (Tr. 372).
He also indicated that the crusher is made of structural steel and would
make "a wonderful shelter" (Tr. 372), and that since he has been _in the
coal business he has never had any problems with notifying employees and
clearning qut blast areas. He confirmed that the accident in question
was his first fatality,, and that there have never been any explosive
related injuries at the site since he has been in business (Tr. 373-374).
With regard to the signals given and the definition of "blast area",
Mr. Doan testified as follows (Tr. 376-377):

Q, Mr. Doan, you mentioned that the victim was
personally told that there was going to be a blast.

A. Well, he was personally notified with the signals.

Q. There is a distinction between personally told
and personally signaled; would you not agree?

A. Well, that depends on how fine a little thin line
you want to draw. He personally understood the signals
because he had been taking them and giving them up
until then. It was nothing new that he got.  The signals
that he got that day were the same as he always got.

Q, - Do you mean he never got them before on the radio?

102lar sign was posted, and that the men are instructed
